To:  Cristiano,  Gina[Cristiano. Gina@epa.gov] 

From:  Stasinos  - CDPHE,  Greg 

Sent:  Tue  8/1 1/2015  2:28:47  AM 

Subject:  Re:  FW:  Gold  King  Mine  statement/update  8/10 

Gina 

You  can  reach  Tyson  at  the  following. 

Tyson.ingels@state.co.us 

Greg 

On  Monday,  August  10,  2015,  Cristiano,  Gina  <Cristiano.Gina@epa.gov>  wrote: 

Hi  Greg, 

I've  gotten  an  error  message  a couple  of  times  on  this  one. ..can  you  help  me  correct  Mr. 
Ingles  email  address?  Thanks! 

Original  Message 

From:  Mail  Delivery  Subsystem  [mailto:MAILER-DAEMON@oit-pp03.state.co-usl 
Sent:  Monday,  August  10,  2015  7:54  PM 
To:  Cristiano,  Gina 

Subject:  Undeliverable:  Gold  King  Mine  statement/update  8/10 

The  original  message  was  received  at  Mon,  10  Aug  2015  19:45:14  -0600  from  mail-igO- 
fl79.google.com  r209.85.213.1791 

The  following  addresses  had  permanent  fatal  errors <tvson.ingles@.state.co.us> 

(reason:  554  5.4.6  Too  many  hops) 

Transcript  of  session  follows 

554  5.4.6  Too  many  hops  26  (25  max):  from  <Cristiano.Gina@,epa.gov>  via  localhost,  to 

<tyson.ingles@state.co.us> 


Greg  Stasinos 

Preparedness  Branch  Manager 


4300  Cherry  Creek  Dr.  S.  Denver,  CO.  80246-1530 
303.692.3023 1 qreq.stasinos@state.co.us 


To  report  a community  public  health  emergency  or  hazardous  substance  spill  event,  call  the  24 
hour  Incident  8t  Emergency  Reporting  Line  at:  1.877.518.5608. 
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